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Although the informant ion obba ined from these 
sources is contradictory, it is believed to be 
of sufficient interest to permit dissemination. 


25X1 A Prior 
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lo The penicillin factory at Rostoky (05lA?9) xd.ll not be able to produce any 
penicillin in the near future because the factory is too small to house the 
machinery and because of a lack of trained staff members and technical per- 
sonnel* Specialists and engineers who ire re originally hired to man the plant 
were, for the most part, discharged for political unreliability in February 
194S o 



2 0 Contradicting this report is information that the factory is already producing 
10 billion units of penicillin and small quantities of streptomycin each month* 
The streptomycin is used only for research* 


3* Only one vat is in operation because corn starch is in short supply and the 
natrium glycolate is unsatisfactory. Forty pounds of natrium glycolaie are 
received monthly from the United Pharmaceutical Works as well as 100 pounds 
of sulpha salicylic acid and 100 pounds of salicylic acid* 


Operation and output of the plant are the direct responsibility of the National 
Health Ministry* Security precautions are rigidly enforced and it is almost 
Impossible to enter the factory unless one is actually employed there* 

5. Managing director of the plant is Dr a Skola/a friend of Premier Zapotocky* 
Production director in Ing* Hero Id Y who was a former employee of the United 
Pharmaceutical Works, and the technical director is Ing. Katetek/ Txanty- 
Uia employees are directly engaged in production of the penicillin* 
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